Heart & Cardiac Solution in Chittagong 


When it comes to heart & cardiac solution in Chittagong, Chattagram Metropolitan 
Hashpatal Limited is recognized as the leading healthcare provider offering advanced 
cardiovascular care. Since the establishment of the Metropolitan Heart Center in 2010, the 
hospital has become synonymous with world-class heart treatments, providing 
comprehensive care ranging from diagnostics to complex heart surgeries. 


At Chattagram Metropolitan Hashpatal, patients have access to cutting-edge technology, 
including the latest Cath Lab machines and specialized cardiac operation theaters. The 
hospital pioneered MICS (Minimally Invasive Cardiac Surgery) and Cosmetic Bypass 
Surgery in Chittagong, positioning itself as a leader in the region. As a trusted provider of 
heart & cardiac solution in Chittagong, the hospital offers a range of life-saving 
procedures, including CABG (Coronary Artery Bypass Grafting), open heart surgeries, and 
treatment for conditions like ASD (Atrial Septal Defect) and VCD (Ventricular Septal Defect). 


The Metropolitan Heart Center is backed by an experienced team of professionals, 
including renowned cardiologists such as Dr. Md. Abdul Muttalib, Dr. Awan Kumar, and 
Dr. Sarwar Kamal, who are dedicated to offering high-quality treatment. With nearly 3,000 
bypass surgeries, 20,000 angioplasties, and a remarkable 99% success rate, Chattagram 
Metropolitan Hashpatal continues to set the standard for heart & cardiac solution in 
Chittagong. Their team of experienced professionals is skilled in diagnosing, investigating, 
and treating heart conditions with precision, making them a preferred choice for patients in 
need of cardiac care. 


Whether you are dealing with common heart conditions or require advanced surgeries, 
Chattagram Metropolitan Hashpatal remains the go-to destination for trusted care. The 
hospital's heart & cardiac solution in Chittagong has helped thousands of patients live 
longer and healthier lives by providing accessible, comprehensive cardiac treatments with 
state-of-the-art medical equipment and expert care teams. 


From early-stage diagnostic tests like electrocardiograms (ECGs) and echocardiograms to 
complex procedures like angioplasty and open-heart surgery, Chattagram Metropolitan 
Hashpatal offers a full spectrum of care. Their commitment to incorporating the latest 
advancements in cardiology helps ensure the best outcomes for each patient. Whether it's a 
routine heart checkup or a life-saving procedure, Chattagram Metropolitan Hashpatal 
Limited has the resources and expertise to provide the best possible care for your heart 
health. 


With a long track record of successful treatments, cutting-edge technology, and 
compassionate care, Chattagram Metropolitan Hashpatal ensures that every patient 
receives the highest level of attention and care. The hospital’s focus on excellence makes it 
the trusted provider for heart & cardiac solution in Chittagong and an essential part of the 
healthcare landscape in the region. 


For more information or to book an appointment with one of their top specialists, call 
01810-030998 and take the first step toward better heart health today. 


